® Circuit Indicates That Voice-Recording Disks Are Nearly Full 

Visible and audible alarm signals summon technicians to change recording disks. 


NASA’s Jet Propulsion Laboratory, Pasadena, California 


A remote alarm circuit provides visi- 
ble and audible signals to indicate that 
there is little unused space left on mag- 
netic and optical tracks on disks used 
to record voice signals in a group of 


three multichannel voice recorders. In 
the particular application for which the 
remote alarm circuit was built, the 
voice recorders are required to operate 
without interruption, but the techni- 


cians responsible for the continuous 
operation of the voice recorders per- 
form most of their duties on a different 
floor of the building in which the voice 
recorders are located. The remote 
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An Audible Alarm and LED Indicators signal when remote voice recorders are low on available recording media space. A pilot LED and push-to-test but- 
tons enable periodic verification of the alarm panel without interfering with alarm functions. 
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alarm circuit gives sufficient advance 
warning to enable the technicians to go 
to the voice recorders and change 
recording disks in time to ensure conti- 
nuity of recording. 

The circuit (see figure) includes a 
sensor in each voice recorder that 
closes a switch when the unused space 
on the recording disk falls below a pre- 
set minimum. A sensor switch closure 
indicates a fault condition in which an 
audible alarm activates together with a 
light-emitting diode (LED) for the cor- 
responding fault. Three current steer- 


ing diodes make the voltage across, and 
current through, the audible alarm in- 
dependent from the number of simul- 
taneous faults. This keeps the alarm 
tone consistent despite the number of 
alarms. 

For verifying the alarm panel, nor- 
mally-open push-button switches are 
wired in parallel with the remote sen- 
sor switches. This arrangement de- 
couples the test circuitry from the 
alarm circuitry, which (1) allows each 
alarm to be tested without the pres- 
ence of a fault condition on a voice 


recorder, and (2) prevents any failure 
in the test circuitry itself from dis- 
abling an alarm indication when an 
actual fault condition is present on a 
voice recorder. Pressing a push-to-test 
button causes the audible alarm to sig- 
nal and the corresponding voice 
recorder LED to light. A green LED is 
used as a pilot light. 

This work zuas done by Harold Minuskin of 
NASA’s Jet Propulsion Laboratory and by 
John Pastor of XteQ Inc. Further information 
is contained in a TSP (see page 1 ). 
NPO-40150 


® Optical Sensing of Combustion Instabilities in Gas Turbines 

Engine operation is diagnosed via infrared radiation emitted by exhaust gases. 

John H. Glenn Research Center, Cleveland, Ohio 


In a continuing program of research 
and development, a system has been 
demonstrated that makes high-speed 
measurements of thermal infrared radi- 
ance front gas-turbine engine exhaust 
streams. When a gas-turbine engine is 
operated under conditions that mini- 
mize the emission of pollutants, there is 
a risk of crossing the boundary from sta- 
ble to unstable combustion. Combustion 
instability can lead to engine damage 
and even catastrophic failure. Sensor sys- 
tems of the type under development 
could provide valuable data during the 
development testing of gas-turbine en- 
gines or of engine components. 

A system of the type under develop- 
ment makes high-speed measurements 
of thermal infrared radiance from the 
engine exhaust stream. The sensors of 
this system can be mounted outside the 


engine, which eliminates the need for 
engine case penetrations typical with 
other engine dynamics monitors. This is 
an important advantage in that turbine- 
engine manufacturers consider such 
penetrations to be very undesirable. 

A prototype infrared sensor system 
has been built and demonstrated on a 
turbine engine. This system includes 
rugged and inexpensive near-infrared 
sensors and fdters that select wave- 
lengths of infrared radiation for high 
sensitivity. In experiments, low-fre- 
quency signatures were consistently ob- 
served in the detector outputs. Under 
some conditions, the signatures also 
included frequency components hav- 
ing one or two radiance cycles per en- 
gine revolution. Although it has yet to 
be verified, it is thought that the low- 
frequency signatures may be associated 


with bulk-mode combustion instabili- 
ties or flow instabilities in the compres- 
sor section of the engine, while the en- 
gine-revolution-related signatures may 
be indicative of mechanical problems 
in the engine. The system also demon- 
strated the ability to detect transient 
high-radiance events. These events in- 
dicate hot spots in the exhaust stream 
and were found to increase in fre- 
quency during engine acceleration. 

This work was done by James R. Markham, 
David F. Marran, and James J. Scire, Jr., of 
Advanced Fuel Research, Inc., for Glenn Re- 
search Center. 

Inquiries concerning rights for the commer- 
cial use of this invention should be addressed 
to NASA Glenn Research Center, Innovative 
Partnerships Office, Attn: Steve Fedor, Mail 
Stop 4-8, 21 000 Brookpark Road, Cleveland, 
Ohio 44135. Refer to LEW-1 7355. 


** Crane-Load Contact Sensor 

The decrease in electrical impedance upon contact is used to detect contact. 

John F. Kennedy Space Center, Florida 


An electronic instrument has been de- 
veloped as a prototype of a portable crane- 
load contact sensor. Such a sensor could be 
helpful in an application in which the load 
rests on a base in a horizontal position de- 
termined by vertical alignment pins (see 
Figure 1). If the crane is not positioned to 
lift the load precisely vertically, then the 
load can be expected to swing once it has 
been lifted clear of the pins. If the load is 
especially heavy, large, and/or fragile, it 


could hurt workers and/or damage itself 
and nearby objects. By indicating whether 
the load remains in contact with the pins 
when it has been lifted a fraction of the 
length of the pins, the crane-load contact 
sensor helps the crane operator determine 
whether it is safe to lift the load clear of the 
pins: If there is contact, then the load is 
resting against the sides of the pins and, 
hence, it may not be safe to lift; if contact is 
occasionally broken, then the load is prob- 


ably not resting against the pins, so it 
should be safe to lift. 

It is assumed that the load and base, or 
at least the pins and the surfaces of the 
alignment holes in the load, are electri- 
cally conductive, so the instrument can 
use electrical contact to indicate mechan- 
ical contact. However, DC resistance can- 
not be used as an indicator of contact for 
the following reasons: The load and the 
base are both electrically grounded 
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